ALL  SAINTS  CATHEDRAL 
818  East  Juneau 
Milwaukee,  Wisconsin  53202 

The  Cathedral  Church  of  the  Episcopal  Diocese  of 
Milwaukee.  The  View  shows  the  High  Altar  and  Triptych,  the 
Shrine  of  the  Blessed  Virgin,  the  Bishop's  Throne  and  the 
Pulpit.  All  Saints  is  the  oldest  Episcopal  Cathedral  in  the 

country. 
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